LIGHTHOUSES, &c. (LOCAL mSPECTIONS). 


COPIES of Reports to the Board of Trade by the Trinity House of 
Deptford Strond, the Commissioners of Nortb:ern Lighthouses, 
and the Commissioners of Irish Lights, of their Inspection of 
Local Lighthouses, Buoys, and Beacons (in continuation of 
Parliamentary Paper, No. 107, of Session 1911). 


Beard of Trade, 

26 March 1912. 


H. LLEWELLYN SMITH. 


(^Presented ptersuant to the 652nrf Section of the Merchant Shipping Act, 1894.) 


Ordered, by The House of Commons, to he Printed, 
15 April 1912. 


LONDON; 

PUBLISHED BY HIS MAJESTY’S STATIONERY OFFICE. 

To be purchased, either directly or through any Bookseller, from 
WYMAN AN1-) SONS, I-tu., Fetter Lane, E.C., and 32, Abingdon Street, S.W. ; or 
OLIVER AND BOYD, Tweeddale Codrx, Edinburgh ; or 
E. PONSONBY, Ltd., 116, Grafton Street, Dublin. 

PRINTED BY 

EYRE AND SPOTTISWOODE, Ltd., East Harding Street, E.C., 

PRINTERS TO THE KING’S MOST EXCELLENT MAJESTY, 

1912. 

91 Price ^\cl. 


Printed image digitised by the University of Southampton Library Digitisation Unit 



2 


REPOBTS ON LOCAL LIGHTHOUSES, &C. 


COPIES of Reports to the Board of Trade by the Trinity House of Deptford 
Irish Lights, of their Inspection of Local Lighthouses, Buoys, and Beacons 


I.— REPORT of Inspections of Local Lighthouses, &c., by the Corporation of 




Name of 

Light. 1 

lllu- 

minant. 

Height 
of Light 
above 
High 
Water. 

Condition of 

NAME AND POSITION 
OF LIGHT. 

of 

Iispectiou. 

Local Lighthouse 
Authority. 

Character. 

System. 

Ippavatus, and 
Establishment 
generally. 

PADSTOW : 

1911 : 
25 May - 
25 - 





Feet. 


Padstow Quay : 

One im South Quay end 

One on North Quay end 

Patlstow Harbour 
Commissioners. 
Do. 

Red, Fixed 
Green, I^ixed 

)rdinary Street 
'ype Lanterns. 
Do. 

Gas 

Do. 

20 

20 

Unsatisfactory 

Do. 

Beacon - - - • 

26 May - 

Padstow Harbour 
Association. 


- 

- 

- 

- 

BUDE - - - - - 

12 Aug.- 

Bude Urban' 
District Council. 

- 

- 

- 

- 


Clovblly : 

One on end of the Pier - 

12 Aug. - 

1 

Clovelly 
Court Estate. 

White or R«1 
(White from 
2 hours after 
H.W.until4.hour 
flood, from 
4 hours flood 
until 2 hours ebb 
a Red Light.) 
Fixed. 


on. 

24J 

Light not in 
place until 
1st September. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


Stkond, the CoMMissroNEKS of Nor’ltiern Lighthouses, aad the Comm[ssioners of 
(ia continuation of Parliamentary Paper, No. 107, of Session 1911). 


TiUiN'iTr House, in 1911, pursuant to the 652nd Section of the Merchant Shipping Act, 1894. 


] Fog Signals. 

j Tide or Docking Signals 

•| Buoys and Beacons. 


Description. 

Con- 

dition. 

Description. 

Con- 

dition. 

No. 

Colour, Shape, See. 

Con- 

dition. 

If in 
Position. 

Remabks. 

1 — 

- 

- 

- 

- 



__ 

_ 

Occasional Lights. 
Do. 













1 

1 

10 

Black Conical Bnoy 

Black and White Checkered 
Can Buoy. 

Black Barrels - - . . 


- 

To mark Spit of 
Horse Shoe Bar. 

To mark the Town 
Bar. 

In the Upper Reaches 
of the River Camel 
placed to mark the 
Starboard hand of 
the Channel be- 
tween Padstow and 
Wadebridge, moved 
as the Channel 





1 

Black and White Checkeretl 
Can Buoy. 

Black and White Checkered 
Can Buoys, 

- 

- 

To mark the entrance 
of Harbour Fairway. 

To mark the Channel 
from the Entrance 
Buoy to abreast of 
Bray Hill, placed on 
the inside of the 
Boom Bar to mark 
the Port hand of the 
channel, 





1 

Stepper Point Beacon 

The coping 

broken and 
a portion 
gone. The 
structure is 
cracked in 
places, and 
requires 
repair and 
repointing. 
The lime- 
vTafihing of 
the 

exterior 
should be 





Red Flag and 
Red Light, 

Good 

10 

Black, Barrel, or Square 
Wooden Buoys. 

Good 

Yes 

When clear, shown 
from Chapel Rocks ; 
when foul, from 
Coastguard Station, 
For warping purposes 
at Entrance Chan- 





10 

Black Poles - - . . 

Do. 

Do. 

Do. 









Not a Tidal Light, but 
simply a guide for 
fishermen during the 
herring fishing, 

lighted from 1st 
September to 1st 
January. 


« (1)0.51 700 4/12 A 2 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


L — liEPOET of Inspections of Local Lighthouses, &c., by the 




Name of 

Light. 1 

lllu- ; 

minant. 

Height [' 
)f Light 
above 1 
High ! 1 
Water. ' 

Condition of 

NAME AND POSITION 

OF LIGHT. ^ 

of 

nspection. 

Local Lighthouse 
Authority. 

Character. 

System. 

Lantern, 
Apparatus, and 
I^Btablishmeut 
gonevally, 

TliPKACOilBE : 

Lantern Hill, North side' 
of Harbour. 

1911: 1 

9 Aug. - ' 

i 

Ilfracombe Urban 
District Goniicil. 

j 

Red, Fixed ! 

j 

Three 

Reflectors. 

Slcctricity 

I’cM. 
127 ' 

j 

111 good order ] 

Three Lights are also kept 
burning from sunset to 
sunrise all the year 
round on Eastern side 
of Outer Jetty, coloured 
■Red seaward. 


Do. 

Red, seaward, C 
Fixed. |T 

1 

i 

Irdinary Street 
'ype Lanterns. 

Do. 

IS 

Do. < 

Also one on Old Pier Head 

9 - 

Do. 

Red, Fixed 

Do. 

Gas j 

18 

j i 

Lynmooth; j 

On the Head, just . 
above High - water 

Mark at the River 
mouth, 

8 Aug. - 

Lynton Local ; 
Board. 

White, Fixed 

Three 

Incandescent 
Globes, about 
50 c.p. 

Electricity 

i 

1 

45 

In good nnlor 

MiKEHBAD 1 

One on end of Harbour 

8 Aug. - 

A. F. Luttrell 

Green, Fixed 

Reflector 

Electricity 

Three 

19 

In good order 

Pier. 





Globe 

Lights. 



Two at Southward ex- 
tremity of Promenade 
Pier. 

8 „ - 

Minehead Pier 
Company. 

Red, Fixed 

Lens 

Electricity 

80 and 
36 

Do. ( 

Watchet : 

At seaward end of West 
Breakwater. 

8 Aug. - 

Watchet Urban 
District Council. 

Red, Occulting, 
Light, 7 secs. 
Eclipse, 3 secs. 

Lens 

Gas, 

Incandes- . 

31 

In good order 

Bbidgwatee : 

Buoys and Beacons - 

5 Aug. - 

Corporation of 
Bridgwater. 

- 

i 

- 

! 

- 

Burnham ; 








Light on end of Causewa 3 
discontinued. 
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Corporation of Trinity House, in 1911 — continued. 



Tog Sigoals. 

1 Tide or Docking Signals 


Buoys and Beaconi 



1 


Description. 

Con- 

dition. 

Description, 

Con- 

dition. 

No. 

1 

1 Colour, Shape, &c. 

Con- 

dition. 

If 

in Best 
Position 

j Remaeks. 

1 

- 

- 

I 

- 

1 

— 

- 

; - 

! 

1 Lighted from 1st Sep- 
tember to SOtli 
1 April. 

2 




j 





These Lights are so 
' arranged with Red 
1 Shades to Lamps, 
. tliat when they show 
lied only a vessel 
entering is clear of 
the Pier Heads. 

3 


Good 



2 

Green and Yellow Vertical 
Striped, Conical Buoys, 

Good 

Yes 

Do. do. 

“Sewer Outfall.” 

4 








S 

Established to light 
up both the en- 
trance to the Port 
and the adjoining 
esplanade and street 
— ocuisional. 

5 





1 

Black, Flat, Square Wooden 
Warping Buoy, 

Do. do. 

Good 

Do. 

! 

' Yes 
Do. 

1 Tidal Light lit from 
I half flood to two and 
1 a lialf hour’s ebb. 

Pier Head Light bears 
N.V''. J W. from 
Buoy, distant about 

Pier Head Light bears 
N.E, i N. from 
Buoy distant about 
50 fathoms. 




' 





1 

1 

Vertically (i feet 
apai-C, visible at 4 
miles on a clear 
1 night. 

7 



Black Ball 1 

Good 

1 

Black, Round, Flat Topped 
Wooden Warping Buoy. 

Good j 
I 

Yes 

Light exhibiied when 
there is 8 feet or 
more at Harbour 
entrance between 
the Piers, and ex- 
tinguished when 

there is 10 feet water 
on the ebb tide. 

'West Breakwater 

Light bears from 
Buoy W. by S., dis- 
tant 250 feet. 






3 

1 

3 

2 

1 

1 

8 

Black Can Buoys - 
White Can Buoy- 

Red Conical Buoys • 

Do. do. ... 

Bed Can Buoy 

Black Can Buoy 
Perch Beacons 

Good 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Yes 

Do. 

Do. 

Do. 

Do. 

Do. 

Do. 

Harbour and Tide 
Buoys on the Gore 
Sand near Burnham. 

At the South Gore 
Sands, on Starboard 
side of Channel lead- 
ing to River Pairett, 
numbered 1, 2 & 3. 

On the Mare Point. 

On Steart Island in- 
side Mare Point, 

Marking entrance to 
Ri\ er Brueor Hunts 
Pill. 

Marking channel of 
River Brue, five on 
Starboard and three 
on Port side. 

3 






A 3 


— 
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EEPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


Name of 

Ihght. 

Illn- 

minant. 

Height 
of Light 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 

generally. 

of 

mspection. 

Ijocal Lighthouse 
Authority. 

Character. 

System. 

Westoh-supee-Mare : 

1911 : 





Feet. 


Two, at seaward end of 
Pier Works. 

5 Aug. 

Weston-super-Mare 
Grand Pier Co. 

Red, Fixed 


Oil 

23 

Good 

Beacon only • - - 

Clevedok : 


Commercial Cable 
Co. 






One on Pier Head - 

6 Aug. - 

Clevedon Urban 
District Council. 

Red, Fixed 

Ordinary 

Lamp. 

Gas 

27 

Good 

POETIBHEAD : 








One on end of Porfcishead 
Pier. 

5 Aug. - 

Great Western 
Railway Co. 

White, Fixed 




Good 

Bristol : 








Avonmouth : 

New North Pier - 

7 Aug. - 

Corporation of 
Bristol. 

White, Flashing ; 
Flash, li secs. 
Eclipse, secs. 

L'“ 

Gas 

60 

Good 

New Noi-th Pier - 

7 „ • 

Do. 

Eal, Fixed 

Do. 




South Pier - - • 

7 „ - 

Do. 

Green, Seawards, 
White towards 
Avonroouth 
Dock, Occulting 
Light, 27 secs. ; 
Eclipse, 3 secs. 

Do. 

Do. 

30 

Do. 

Beacon, end ot Old Oock 

7 „ - 

Do. 

Red, Fixed 

Do. 



Do. 

Beacon on Foreshore near 
old passenger station. 

7 „ • 

Do. 

Red, Fixed 

Do. 

Do. 

20 

Do. 

On end of South Pier, 
Royal Edward Dock, 

7 „ • 

Do. 

Green, Occulting 
every 30 secs. 

Do. 



■ Do. 

East Beacon, DambaU 
Island. 

7 „ - 

Do. 

Green, P’ixed 

Do. 



Do. 

Nelson Point Lights : 



Red, Fixal 


Oil 

26 

Do. 

North Beacon, Royal 
Edward Dock. 

7 „ - 

Do. 

Do. 

South Beacon, Royal 
Edward Dock. 

RiTer Lights (burning con- 
tinuously) between 

Nelson Point and the 
bight under Black- 
rock opposite Phea- 
sant Quarry Point : 

7 ,, • 

Do. 

Do. 

Do. 




South Light on the 
Somersetshire Bank 
erected in the Rivei' 
above High-water 

Mark opposite Nelson 


Do. 

Violet, Fixed 

Do. 

Do. 


Du. 1 

North Light on the 
Somersetshire Bank 
erected in the River 
above High-water 

Mark 50 feet North 
of aboT/e Light(iVo,S). 

7 „ - 

Do. 

Do. 

Do. 

Do. 



Light on Somersetshire 
Bank near “ Adam 
and Eve,” Ham Green 

7 „ * 

Do. 


Do. 

Do. 

26 


(A'b. O'). 

Light on Somersetshire 
Bank a little above 
the Old Custom House 
Pill (iVo. 10). 

7 „ - 

i 

Do. 

i 

Do. 

Do. 

Do. 

lOJ 

Do. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


Corporation of Trinity House, in I9I {—continued. 



Fog Si 

nal,. 

Tide or Docking Signa 

Ji.j Buoys and Beacons. 

Description 

Con- 

dition 

Description 

Con- 

dition 

No 

Colour, Shape, &c. 

1 Con- 

2 

- 

- 

- 

- 

1 

Beacon, Black Staff, White 








G-Iobe, Red Tubular (Iron). 


3 

- 

- 

- 

- 

- 

— 

- 


_ 












1 

Black Conical Buoy 

Good 






I 

Black Spherical Buoy 

Do. 






1 

Do. do. do. 

Do. 

6 


- 

- 

- 

- 

— 

— 

7 


- 

- 

- 

- 

— 

- 

8 

- 

- 

- 

- 

- 

— 


10 








11 



- 

- 

- 

— 

- 

12 

13 

- 

- 

- 

- 

- 

— 

- 

14 

- 

- 

- 

- 

- 




15 

- 

- 

- 

- 

- 

— 

- 

IG 

- 

- 

_ 

_ 




17 






. 











A 4 


If in 
best 

Position. 


ItBiURKS. 


Yes 


Vertical, 6 feet apart, 
exhibited during 
construction of Pier. 

On Foreshore in Up- 
hill Bay, to mark 
position of Subma- 
rine Cable. 


Do. 

Do. 


Inside Pier eisd for 
warping purposes. 

Inside Pier ^nd for 
warping purposes. 

400 feet S.E. from 
Pier end for warping 
purposes. 


— To keep Vessels clear 

of Cockburn Rock. 

— Shows White for 

guidance of \'e.ssel» 
leaving River Avon 
and Dock. 


— A guide foj- entering 

the Rivei'. 

— Do. do. 


— I These two Lights in 

< line give a lead 

— I through King Road, 

f These two Lights in 
I line give a lead out- 

j wards past Nelson 

I Point, the lower 

— I Light is situated on 

the Foreshore, and 

— the back one near 
the Passenger Sta- 
tion, Royal Edwai'd 
Dock. 


^ These two Lights give 
I a lead inwards past 

I Nelson Point. Screen 

— J openol to show up 

River and utiDsed 
as a Leading Light 
for Vessels outward 
bound 

— To mark the Bank of 

the River. 


To marJr the Bank of 
the River and to give 
a leading line up 
the lower' part of 
the River. Screen 
opened to sliow up 
River and utilised 
as a Leading Light 
for Vessels outward 
bound. 
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-REPORTS ON. LOCAL LIGHTHOUSES, ,&C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


Name of 

Local Lighthouse 
I Authority. 


River Lights— rOH?. 

Light on Somei'setshire 
Bank at Chapel Till 
{-V,.- 11). 

Light on Gloucestershire 
Bank in the Light of 
Hoi-sesboc BentI 
showing up and down 
the River. 

[hght on Gloucester- 
shire Bank of the 
bight of the Horse- 
shoe bend, sliowing 
up and down the 
River (-Vo. IB). 

Idght on Gloucester 
Bank between Horse- 
shoe and Sea Mills 
(-Vo. IS). 

At Sea Mills (Ao. 12) - 

Light on Somersetshire 
Bank between Miles 
Dock and Pheasant 
Quarry Point (Ar». 52). 

Light on Somersetshii-o 
Bank at Miles Dock 
(.Vo. 19). 

Light on Gloucester- 
shire Bank near Black 
Rock Quarry in the 
bight opposite Phea- 
sant Quarry Point 
(-Vo. 20). 

Signal Light. Sema- 
phore Signal at Sea 
Mills. 


Lock Lights, Portishead 
Mast-head Signal 1 
near the Entrance | 
Lock. 

Avonmonth : 

Two lights vertical 
Two lights over om 
another (vertical) i 
but at end of East | 
Piei-. 


Di'poration of Violet, Fixed 
Bristol. 


Lous I Oil 


Illu- 

minant. 


Height 
of Light] 
above 
High 
Water- 


Condition of 
Lantern, _ 
Apparatus, and' 
Establishment 
generally.' 


Port Light at Lock En- 
trance. 

Starboard Light at Lock 
Entrance. 

Mast-head Signal near 
the Entrance Lock. 


Red, Fi.ved 
Green, Fi-ved 


Bristol Cumberland Basin : j 

Mast-head Signal on 
Pier at Pontoon Land- 
ing Stage. 

Light on Pier at up- 
siream end of Pontoon 
Landing Stage. 

Port Light at R — 
end of Entrance Lock. 

Starboard . Light at 
River end of Entrance 
Lock. 

Port Jjight at Basin 
end of Entrance Lock. 

Starboard Light at 
Basin end of En- 
trance Lock. 


Red, Fixed 
Green, Fixed 

Red, Fixed 
Green, Fixed 
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Corporation of Trinity House, in 1911 — continued. 


Tide or Docking Signals. 


Description. 


Buoys and Beacons. 


To mai'k the Bank and 
to give a leading 
line down the upper 
part of the Eivei'. 

To mark the Bank and 
to give leading lines 
round the Horse 
Shoe Point. 

To mark the Bank 


Horseshoe Point. 


Shows up and down 
River. 

To mark the Bank of 
the River and to 
give a leading light 
at this portion of 
the River. 


Do. 


do. 


To mark the bend at 
Pheasant Quarry 
and to give leading 
lines to this por- 
tion of the River. 

To assist navigators 
of the River Avon 
to more strictly ob- 
serve the directions 
of the Council of the 
City of Bristol, 
dated 29th April 
1902, to avoid 


points in the River. 
Red Light for no ad- 
mission to Lock. 
GreenLigh t for vessels 
to enter the Lock. 


These lights in line 
mark over edge of 
Monolith. and 
should be kept open 
to clear. Two Green 
discs in same position 
are the day mark. 

To mark the Look 
entrance. 


Do. 


do. 


Red Light for no ad- 
mission to Lock. 
Green Light for 
vessels to enter 
Lock. 


Do. 


do. 
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RETOBTS ON LOCAL LIGHTHOUSES; &C; 


I. — Report o£ Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


Bbistol — cont. 

Cumberland Basin i 
Light in the Basin on 
Tongue Head between 
Entrance Lock and 
Branels Lock. 

Port Light at Harbour 
end of J unction Look. 
Starboard Light at 
Harbour end of Junc- 
tion Look. 

Bathurst Basin : 

Light on Tongue Head 
at Entrance Lock. 


Light on West side of 
the Swing Bridge. 


Light on East side of 
the Swing Bridge. 

Junction Lock, Cumber- 
land Basin : 

Light on the West side 
of the Swing Bridge 
over the Junction 

Light on the East side 
of the Swing Bridge 
over the Junction 
Lock. 

Prince Street Bridge : 
Light(On the post on 
the Quay on the upper 
side of the bridge. 


Vauiball Swing Bridge : 
Light on the Pier, Glou- 
cester side. 


Light on the Pier facing 
down stream. 

Light on the Pier facing 
up stream. 


Light on North end of 
swinging portion of 
bridge. 

Light on South end of 
swinging portion of 
bridge. 


li)ll : 
7 Aug. 


Local Liglitliousc 
Authority, 


Green, Fixed 


Green, Fixed | Do. 


lllu- 

miiiant. 


Height 
of Light] 
above 
High 
Water. 


Condition of 
Lantern, 
Apparatus, and 

Establishment 

generally. 


Do. II I Do. 
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Corporation of Trinity House, in 19U — continued. 


On South Pier, 
Avonmouth : • 
Fog Bell 1 Good 
On South Pier, Royal 
Edward Dock ; 

Fog Bell I Good 


Tide or Docking Signals. 


Portishcatl ; 

One Black Ball for 
Lock all clear for 
Vessels to come in. 

Two Black Balls for 
no admittance. 

Ships wishing to enter 
Dock, hoist by day 
Zlt flags. 

By night, White Light 
over Rod Light, 


Buoys and Beacons. 


I To mark Lock en- 
trance from the 
Harbour. 


j Shows Bed when 
bridge is swung 
across. White when 
swung clear for pas- 
sage of ships. 


) Shows. Bed when 
bridge is swung 
across for traffic. 
White when swung 
el^r for passage to 

1 When the bridge is 
open for passage 
of vessels, the Red 
Lights are ob- 
scured towards 
the vessels which 
may approach and 
pass through. 

C These two lights are 
obsoui^ up and 
down stream 
when the bridge 
is across the River, 
and visible up and 
down sti'cam re- 
spectively, when 
the bridge is 
swung clear of 
the passage. 
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BEPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspectioos of Local Lighthouses, Sec., by the 


NAME AND POSITION 
OP LIGHT, 


Name of 

Local Lighthouse 
Authority. 


POHISZEWET : 

Tower on Charstone Rock 


On Mathern Cliff 
On Chapel Rock 


Two Lights on Narlwood 
Bocks. 


Two Lights at Shep* 
pardine. 


Two Lights on Conigre 
Pill. 


Two Lights on Berkeley 
Pill. 

One on North Pier Head, 
Sharpness New Docks. 
One on South Pier Head, 
Sharpness New Docks. 
One at Sharpness, Old 
Dock Entrance. 


7 Aug. 
7 


Illu- 

minant. 


Height 
of Light] 
above 
High 
Water. 


Commissioners 
for the Port of 
Gloucester. 


White, Occulting 


White, Fixed 
White at 
Centre and 
Green, Fixed, 
White, Fixed 


Green at Centre, 
White at Side, 
Fixed. 


Eight-Sided 

Lantern. 

Square 

Lantern. 

Reflector 


Back, 

42i 

Front, 

15J 

Back, 

33i 

Front, 

24i 

Back, 

m 

Front. 

18 

Back, 

37i 


Sstablishment 

generally. 
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Corporation of Trinity House, in 1911 — continued. 


Fog Signals. 

Tide or Docking Signals. 

Buoys and Beacons. 

Description. 

Con- 

dition. 

Description. 

Con- 

dition. 

No. 

Colour, Shape, &c. 

Condition 

If in 
best 

Position. 


Avonmouth : 

One Biaek Ball for 
Gates are open and 
Channel clear for 
vessels to come in. 

Two Black Balts for 
entrance is foul 
and Vessels must 
remain in King 
Boad. 

Ships wishing to enter 
Dock hoist anj two 
pennants one over 
the other. 

Bojal Edward Dock : 

One Black Ball, all 
clear for vessels to 

Two Black Balls, no 
admittance. 

Ships wishing to enter 
Dock hoist Code 
Signal P.D. 

By night a Bed 
Light over a White 
Light. 

Avonmouth Old Dock : 

One Black Ball, all 
clear for vessels to 

Two Black BaUs, no 
admittance. 

Ships wishing to enter 
Dock hoist by day 
Code Signal E.Q. 

By night two bright 
lights. 


Beuabk$. 


Leading Lights 
through tlie Slioots. 


Tor rounding Beach- 
ley. 

I Leading Lights to 
guide Vessels for 
Western end of the 
Counts or Barnacle 
Channel. 

I Leading Ligiits 
through Hill Flats 
Channel. 

Leading Lights for 
Eastern end of 
Counts Channel. 

To guide through 
BuU Bock Channel : 
Leading Lights, The 
Inner Light shows 
Red when abreast 


Leading Lights to 
keep clear of Hay- 
ward Rock to show 
wayoverthe ground 
from near the 
Guscar Rocks. 

A guide for vessels 
to swing to enter 
new entrance. 

Exhibited during 
tide time, 

Do. do 


B 3 
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REPOBTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local LiglitKouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


P0BT8KEWET— 

On Lydney Pier Head 


Three on Severn Bridge - 


Lyde Rook nearBeachley 


Tidal Lights at Sharpness 
exhibited by lanterns 
hoisted at Yard Arms of 
entrance flagstaff 


Local Lighthouse 
Authority. 


Commissioners 
for the Port of 
Gloucester. 


Outside Lights, 
White. 

Centre Lights, 
Red, Fixed. 

White in Centre 
Red at Sides, 
Fixed. 


Standard 
Lamp and 
Globe Lanteri 


lllu- 

minant. 


Height j 
of Light 
above 
High 
Water. 


1 Wick 
Burner 

Cylinder. 



Newport : 

Transporter Bridge, eight I 
lights in all, on the 
outer Piers on eithei' | 
side of River, of Trans- 
porter Bridge, each set 
of two placed vertically 
6 feet apart. 

Two vertically, G feet 
apart, in the centre of 
the Transporter itself 
(four in all). ] 


Corporation of 
Newport. 


Dioptric, 
Gth Order, 
Port Light. 
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Corporation of Trinity House, in 1911 — continued. 


Fog Signals. 


Tide or Docking Signals. 


Buoys and Beacons, 


I 

Ail Pier Dead gas 
lamps alight indicate 
that Dock Gates are 
open. North and 

South Pier Head 
Lights alone indicate 
that Docic Gates are 
shut. 

•+ This signal indicates 
' ' that nothing must 
attempt to enter. i 
+• River smalloraftmust 
‘ keep clear till Red ' 
Light is hauled down. 

River small craft 
’ ' " must go to the 
old or Canal entrance. 

A Red Ensign at Mast- 
head tor clear cn- 
. trance to Sharpness 
’■ Docks. 

Red Ensign at Yard 
Arm denotes H.W. 

A Blue Pennant (D) 
at Yard Arm denotes 
that nothing must 
attempt to enter. One 
Black Ball at Yard 
Arm denotes that 
River (small) craft 
must keep clear till 
ban is hauled down. 
Two Black Balls, one 
at each Yard Arm, 
denotes that River 
(small) craft must go 
to old or Canal 
entrance. 

I Good 


Black Beacon, Post with chain 
stays, Globe Topmark. 


Black Beacon, Triangle Topmark 


Black Beacon, Globe Topmark • 
Black Conical Buoy 
Black Spherical Buoy - 
White Post Beacon 


Black Spherical Buoys 


To enter the Harbour. 
While exhibited 
from two hours 
before H.W. and 
remain lighted two 
hours after H.W., 
then Red is shown. 

To show navigation 
through the arches 
of the Bridge. 


To avoid the Hen 
and Chickens Rocks 
and to guide the 
navigation up the 
Channel by Slinaer- 
I'oad Bay, 


On the Count Lower 
Narhvood Rocks in 
the Barnacle Chan- 
nel, River Severn. 

On the English Stone 
Rocks at the Shoots 
Channel. 


Do. 


do. 


On Hill Flats 
On Hayward Rock. 
To mark the Channel 
through the BnU 
Rock below Berke- 
ley Pill, 

Used as moorings for 


Northwick Oaze. 
Exhibited from four 
hours before H.W. 
to two hours after 


Shown between Sun- 
set and Sunrise 
when Transporter is 
working. 
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BEPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


Name of 

I Local Lighthouse 
Authority. 


Newport— 


One at Powder House 
Point on West side of | 
River. 

One at Fifoots Point ( 
East side of River. 

Two on Bast side of I 
River Usk j the back 
light is 327 feet from | 
low Green Light. 

One on East side of 
River Usk, distant 161 
feet from low Green | 
Light. 


Two leading Light Green 
lights for Sea Reach, 
500 feet apart, placed 
at the entrance ' 
River Ebbw. 

Two on East side of 
River Usk : the hack 
light is 230 feet distant | 
From front. 


At Alexandra Docks ; 

At South Dock Pier j 
Head. 

At North Dock Pier I 


Red, Fixed 
Green, Fixed 


I Alexandra Docks 
and Railway 
Company. 


St. Bride’s Major : 


Cardiff : 

At Low Water Pier Head I 


Western Valleys 
(Mon,) Sewerage 


I Cardiff Railway 
Company. 


Height 
of Light] 
above 
High 
Water. 


Condition of I 
Lantern, I 
|Apparatus, and 
Establishment 

generally. 


Two on East side of West 3 „ 
Doct entrance. 


Do. 


Red, Fixed 


Lens and 
Reflector, 
Square 
Lantern. 


Gas 


11 
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Corporation of Trinity House, in 1911 — continued. 


Tide or Docking Signals. 


Biio 3’8 and Beacons. 


Hand Horn 
for docking 
purposes. 


Colour, Shape, &c. 


Green and Yellow Vertical 
Striped Can Buoj. 


Bell tolled 
during fog as 
long as the 
Dock Gates 
•e open. 


Bed Flag, 
Bed Light, 
Blue Flag, 
Green Light. 


At Alexandra and Old 
' Dock during day a 
Red Flag, and at 
night a Red Electric 
Light at Peak, indi- 
cates that vessels may 
come to Pier Heads 
to be locked in. (At 
Old Dock Red Lamp.) 
During the day a 
Blue Flag, and at 
night a Green Light 
at Masthead, signifies 
that the gates are 
closed for the tide. 


Green and Yellow, Vertical 
Striped, Conical Mud Buoys, 


Do. 

Ships’ Lights used 
as Leading Lights 
through Reach above 
Powder House Point. 

Ship’s Light, when in 
one with above low 
Green Light, leads 
through centre of 
Reach below Powder 
House Point, via., 
Bridgewaterman’s 
Reach. 

These Lights are not 
tidaJ ; automatic, 
30 days. 


Ships’ Lights used 
as Leading Lights 
for navigating Pow- 
der House Point. 


These Buoys are only 
used to mark the 
place for depositing 
the silt dredged 
from the Docks and 
River Usk. 


I The Docking S 
: are repeated t( 
entering from 
eyes in lower 
tion of the 
Tower : — 

2 White = 
i Dock opei 
I 2 Red = 

' Dock open 
2 Green = 1 
Dock open 
Flag Signals 
peated in dayti 
30 yards apart ii 
lead through 
dredged ent 
: channel as fr 
i Ranie Buoy. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


NAME AND POSITION 
OF LIGHT. 


Cardiff— cont 

Two on West side of West 
Dock Entrance. 


At West Dock Entrance • 
At Bast Dock Entrance - 
At Boath Dock Entrance 


At Queen Alexandra Dock 
Entrance. 


At Nos. 1 and 2 Pontoon 
Landing Stages. 


Occasional lights on Dock 
Head. 


Danger light on Jetty, 
South end of Pontoon. 


1. — Eepokt of Inspections of Local Lighthouses, &c., by the 



Name of 

Light. 1 

ILlu- 

minaiit. 

Height 
of Light 
above 
High 
Water. 

Condition of 

of 

[tispection. 

Local Lightliousc 
Authority. 

Character. 

System. 

Lantern, 
Appai-atus, and 
Establishment 
generally. 

1911 : 





Feet. 


3 Aug. - 

Cardiff Railway 
Company. 

White, Fixed 


Electric 

70 

Gootl 

3 - 

Do. 

Red, Fixed 

Masthead 
Type LanteniB. 

Gas 

40 

Do. 

3 „ - 

Do, 

White, Fixed 

Do. 

Do 

40 

Do. 

3 „ ■ 

Do. 

Green, Fixed 

Do. 

Do. 

40 

Du. 

3 ■ 

Do, 

Four Green, 
Fixed, as follows: 

Do. 

Do. 

40 

Do. 

3 „ - 

1)0. 

Red or Green, 
Fixed. 

Railway 

Semaphore 

Do. 

30 

Do. 

3 „ - 

Cardiff Channel 
Dry Dock and 
Pontoon Company. 

Red, Fixed 

Dioptric 

Oil 

69 

on O.8. 

Do. 

3 „ - 

Do. 

Do, 

Do. 

Do. 

10 

on O.S. 

Do. 
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Corporation of Trinity House, in 1911 — continued. 


I Tide or Docking Signals. 


When Docks are open 
and entrances are 
clear a Red Light 
is shown on Dock 
Head on West side, 
and a Greeii Light 
on Dock Head on 
East side, and if 
Look is blocked the 
Red Light left and 
the Green Light 
taken away. 

■| 


Red Flag with a White 
Cross shown from the 
Flagstaff at each Pier 
Head when there is 
a stemming list out; 
when there is a free 
stem a Black Ball is 
shown in place of the 
Pl^ ; a Blue Flag 
denotes when the 
gates ai-e closetl for 
the tide. These sig- 
nals are repeated on 
the Flagstaff at Low 
Water Pier — West 
Dock on West flag- 
pole. East Dock on 
West yard-arm, and 
Eoath Dock or East 
yard-arm. ' 


In djiytimc, wlicn un- 
docking, letter K is 
hoisted at Masthead 
when not clear, and 
when all clear letter 
D is hoisted UTider K. 


Bnoys and Beacons. 
Colour, Shape, &c. j 


Black Can Buoy 
BJaek Barrel Buoys 
Red Flat Buoys, Lighted - 
Red Bai'iel Buoys, Liglitcd 


8 i Chocking ami Mooring Rnoys 


The Lights, 100 yards 
apart, aae so placed 
as to lead through 
the dredged channel 
to Dock entrance, 
but they are in no 
way distinguishable 
from the other 
electric lamps for 
lighting Dock. 

When West Dock is 

When East Dock is 
open. 

When Roath Dock is 
open. 

Shown at the re- 
spective Dock en- 
trances when vessels 
may enter. 


To_ indicate which 
side of Landing 
Stage passenger 
steamers are to go. 


West side. 

Do. 

East side one marketl 
” Fairway.” The 
two flat Buoys mark 
the channel through 
Cefy-y-Wrach, and 
are each surmounted 
by a short post with 
battens fi'om head 
of post to the buoy. 
W'hite Occulting 
Wigbam Light. 

Off the different cn- 
tiancos ; in uo way 
serving to mark the 
entrance channel. 
For signalling vessels 
from Roads to Dry 
pock or Pontoon. 
Two Perpendicular 
Lights, shown 6 feet 
apart, for Diy Dock 
or Pontoon when all 
clear. For working 
two Docks one Light 
shown when un- 
docking. 

To warn vessels from 
colliding against 
Pontoon. 
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llEPOKTS ON LOCAI. LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


Two Lights on one post in 
centre of outer end of 
Pier Head. 

Two Lights at Penarth 
Dock Head, one on 
eaoli Pier. 


1911 : 
3 Aug. 


Name of 

Local Lighthouse 
Authority. 


.‘enarth ProrDenade| 
and Lauding Pier 
Company. 
Penarth Dock 
Company. 


Bajiky Docks : 

End of Westei-n Break- 
water. 

End of Eastern Break- 
water. 

Jetty Head (West) • 

East Pier Head 


On breakwater on i 
Island. 

Jetty Head (East) - 


Barry Railway White, Occulting, 
i 5 second period, 
light 3J seconds, 
leclipse 1^ seconds. 
' White, Fixed. 


POETSCAWL : 

At S.E. end of Break- ] 
water. 


Poet Talbot : 

Seaward end of Smith I 


Great Western 
Railway Company. 


Port Talbot 
Railway and Docks 
Company. 


lllu- 

minant. 


Electi'icily 
2 lights 


Height 
of LightI 
above 
High 
Water. 


Condition of 
Lantern, 
|Apparatus, and 
Establisliment 
j generally. 


Feet. 

26 and 


Good 

Do, 


White, P'ised, 
marking Fairwayl 
to Harbour, 

Red covering 
Scarweather 
Sands, Hugo 
Bank, and 
Kenfig Patch. 
Green covering 
Nash Sands and ] 
Tuskar Bock. 


[white, Occulting, 
25 seconds Light 
and 5 seconds 
Dark. 


Dioptric 
Lenses with 
Reflecting 
Prisms. 


Gas 
2 jet. 
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Corporation of Trinity House, in 1911 —continued. 


Jog Signals. 


Tide or Docking Signals, j 


Description, 


Gong is placed 
at the end of 
South Jett}', 
sounded 
twice at 
short inter- 
vals when 
the entrance 
is clear for 



Basin En- 
trance ; 
Gong. 

LadyWindsoi 


Description. 


One Flagstaff 24 ft. 
high and 30 ft. abo^e 
H.W.O.8.T. lor Dock- 
ing purposes when tide 
serves for entering 
the Dock, also a G reen 
Fixed Light fi'om a 
hand-lantern on each 
side of Dock entrance. 
Black Ball hoisted at 
each Dock head when 
Dock Gates are open 
and there is a free 
stem for vessels to 
enter. Bed Flag is 
hoisted when there is 
not a free stem. 

Blue Flag when gates 
are closed. 

I Good 


Basin Entrance only : 

Docking Signals : — 
Green Light on East 
Jetty and Red on 
West Jetty signi- 
fies free stem. 

I Lady Windsor Lock : 

' One vessel to enter. 
Green Light on 
West Jetty, Two 
vessels to enter, 
two vertical Green 
Lights, 6 ft. apart. 
West Jetty, Level 
through, Green 
Light on West Jetty 
and Green Light on 
Bast Jetty. 

Basin Entrance Day 
Signals : 

Free Stem, Black Ball 
on West Jetty and 
Red Flag on East 
Jetty. Blue Flag 
hoisted when en- 
trance is closed. 

Lady Windsor Lock 
Entrance : 

One vessel to enter. 
Red Flag on West 
Jetty. Two vessels 
to enter Black Ball 
over Red Flag. 
When there is a 
level through, a Red 
Flag on West Jetty 
and Black Ball on 
East Jetty, 


Buoys and Beacons. 


Con- 

dition. 


If in 

I best I 
Position.! 


This is lighted occa- 
' sionally on the fiood 
tide to instruct 
Pilots in the Roads 
to get rearly for 
entering Dock. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Kepoet of Inspections of Local Lig'hthouseSj &c., by the 


NAME AND POSITION 
OF LIGH'J'. 

Date 

Name of 

Light. 

llln- 

minant. 

Height 
of Light 
above 
High 
Water. 

Condition of 
Lantern, 
Apparatus, and 
Establishment 
generally, 

of 

Inspection. 

Local Lighthouse ' 
Authority. 

Character. 

System. 

PoKT Talbot — eowf. 

1!)11 ; 





Feet. 


Alongside Oct^onal Pilot 
Tower at inner end of 
South Breakwater. 

2 Aug. - 

Port Talbot 
Railway and Docks 
Company. 

Green, Fixed 

Reflectors 

Electric 

40 

Good 

Two Lights on Old Inner 
South Breakwater, one 
at either end on Chan- 
nel side. 

2 „ - 

Do. 

Do. 

Do. 

Do. 

22 

Do. 

Two Leading Lights — the 
outer on a dolphin on 
S. side of Channel and 
the inner on the Main- 
land about 15 feet 
higher' than the outer. 


Do. 

Red Fixed 

Do. 

Do. 

28 and 
16 

Do. 

Proposed new Light on 
extreme end of South 
Breakwater. 

Neath and Briton Ferry ; 
On South side of Entrance 
Channel : — 


Do. 

White, Occulting 


Do. 

48’ 8" 

Du. 

Two Lights — outer 
Light about 2.154 
yards S.W.by W. J W. 
of seaward end of 
Embankment. 

2 „ - 

Neath Harbour 
Commissioners, 

White, Fixed, 
horizontal, 

5 feet apart- 

Dioptric 

Lenses. 

Gas • 

20 

Do. 

Jliddle Light about 
1,077 yards S.W. by 
W, i W. of seaward 
end of Embankment. 

2 :, - 

Do. 

White, Fixed 

Do. 

Do. 

20 

Do. 

Inner Light near sea- 
ward end of Embank- 
ment. 

2 • 

Do. 

1)0. 

Do. 

Do. 

20 

Do. 

Three Inghts on South 
side of entrance to 
Briton Fei'i-y Dock 

2 • 

1)0. 

White, Fixed, 
in form of a 
triangle. 


Do. 

14 

Do. 

One Light on West side 
of Kiver. 1,.500 yards 
below the bridge 
carrying the Ehondda 
and Swansea Bay 
Railway over the 
River Neath, and 
showing down river. 

2 - 

Do. 

Red, Fixed 

Relieelor 

Oil 

1.5 

Do. 

Two Lights on Dolphins 
below bridge. 

2 „ - 

Do. 

White 


Do. 


Do. 

One Light on bridge 
carrying the Rhondda 
and Swansea Bay 
Railway over River 
Neath. 


Do. 

Red when 
passage is foul. 
Green wlieii 
passage is clear. 


Do. 


Do. 
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Corpoi-ation of Trinity House, in continued. 


Tide or Duckiag Signals.! 


Buoys and Beacons. 


Gong sounded 
in fog on 
Lock Gatos 
Jetty wlien 
lock is clear 
to enter. 


Good I Black Ball in 
daytime 
when Look is 
Ideal', Flagstaff 
at end of old 
Breakwater. 


Purple, Brown, Red, Bell Buoy, 
Spherical Cage. 


This Light is ex- 
hibited when the 
Doekmaster intends 
to let Tessels into 
Dock before lotting 

To show position of 
Breakwater and 
direction of Channel. 

Lights to be kept in 
a line until the ship 
is abreast of the 
Inner Green Light 
on South Break- 
water, afterwards 
steer for two Green 
Lights on Dock 
Gates entrance 
jetties to Lock, these 
are only portable 
hand lamps. 


A mile W.S.W. from 
end of South Break- 
water for purpose 
of leading mariners 
bound to Port 
Talbot to an an- 
chorage in foggy 
weather-, also into 
Dock and for de- 
fining seaward limit 
of Harbour and 
marking the roads' 
limit for Pilotage 
purposes. 


Leading Lights. 
These Lights are in 
a straight line. 


Owned by Great 
Western Railway 
Company, but 
worked by Neath 
Harbour Commis- 
sioners. 

Distant signal to 
caution vessels com- 
ing up river that 
they are approach- 
ing bridge.! 


Leading Lights, one 
on each side of 


To indicate up and 
down river when 
passage is foul or 
clear. 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


1. — Repout of Inspectiond of Local Lighthouse?. &c., by the 


NAME AND POSITION 
OF LIGHT. 


Name of 

Local Lighthouse 
Authority. 


Blu. 

minant. 


Height 
of Light! 
above 
High 
Water. 


CoQclitioii of 
Lantern, 
|^paratus,ancl 
' Establishment I 
generally. 


Nbath And Briton Feert 

On South side of Entrance 
Channel — cont. 

Two Lights on Dolphins 
above bridge. 

One Light 1,000 yards 
above the bridge 
carrying the Rhondda 
and Swansea Bay 
Railway over the 
River Neath and 
showing u’p river. 


Buoys and Beacons 


2 Aug. 
2 „ 


Neath Hsirhour 


White 

Red 


Britos Ferry : 

Briton Ferry at Dock 


MoMisLES Pier : 


On the Southern corner of 
the Mumbles Railway 
Pier. 


Great Western' Red or Green, 
Railway ’ Fixed, 

Company. 


Gas 


20 


Good I i 


- Mumbles Railway 
and Pier Company. 


Red, Fixed 


Dioptric 


'2 Jet 
'Acetylene 
Gas. 


Si 


Do. 5 


Swansea and Mumbles ; 


On the seaward end of the 2 „ 
Western Pier of Swan- 
sea H.arbour. 

On end of Eastern Break- 2 „ - 

water. 

South Dock Entrance • 2 „ - 


North Dock Entrance - 2 „ - 


New Cut Bridge - • I 2 „ • 


Swansea Harbour 
Trustees. 


White with two 
occultations, 
Group occulting 
every 20 secs. 


Dioptric 
Lenses of 
3rd Order. 


Do. 

Do. 

Do. 

Do. 

Do. 


Bed. Fixed 
Green, Fixed 


1 Greener 1 Red 
and Green, ver- 
tical, Fixed. 

2 Green or Red, 
horizontal, 
Fixed. 

Bed or Green, 
Fixed. 


Dioptric 
Lenses of 6th 
Order. 

Incandescent 
Arc Lamp, 
60 c.p. 
Lamps 


Do. 


Do. 


Incandes- 
cent Oil 
Burner 
(Chance 
Bros. 
System). 
Do. 


Electric 


Do. 


Do. 


Do. 


114 


35 


20J 


52 
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Corporation of Trinity House, in 1911 — continued. 


j Fog Signals. 

jlide or Docking Sigiia 

s.j Buoys and Beacons. 


Description. 

Con- 

dition 

Description. 

Con. 

dition 

No. 

Colour, Shape, &c. 

Con- 

dition. 

If in 
Positio 

Remarks. 

1 — 








Leading Lights one 









each side of passage. 









Distant signal to 









caution vessels com- 
ing down river that 
they are approach- 
ing bridge. 







Note. — A ll lights and signals in connection 







with the Railway Bridge over River 







Neath a 

■e worked and maintained bv the 







Rhondc 

a and Sw 

nsca Bay Railway Co. 

3 — 

_ 

— 

_ 

I 

" Fairway ” Buoy J mile outside 

Good 

Yes 

1 May be passed on 






the entrance fairway E. J N 
7iearly 3i miles from Mumbles 



either side. 






Lightliousc N.E. by N. i N., 









miles from Scarweathei 









Light Vessel, Red and Black, 
Oval Cage. 








1 

Red, Pear-shaped Buoy 513 yard 

Do. 

Do, 

To niaik position of 






West of Outer Light ou South 



sandbank on South 






side of Channel. 



side of Cliannel. 





3 

Perches with cross piece on tup 

Do. 

Do. 

Between Outer and 






Perches with cross piece on top 



Middle Light. 





3 

Do. 

Do. 

Between Middle and 





4 

Black Pear-shaped Buoys 

Do. 

Do. 

Inner Light. 

On Port side when 






Distant Signal, White Post, Red 



entering Harbour. 





I 

Do. 

Do. 

1,500 yards below 



Two Sema- 
phore Signals 

Good 


Top, Seri.aphore Arm. 

- 

- 

Railway Bridge. 
Western arm down 
7vheii passage is 
clear for vessels up 
river. Eastern arm 



Railway 

Bridge. 






<lowii when passs^je 
clear vessels going 









down river. Both 









arms up when pas- 





1 

Distant Signal, White Post, Bed 

Do. 

Do. 

1, 000 yards above 






Top, Semaphore Arm. 



Rhouddaand Swansea 



Round Black 

Do. 

- 

— 

_ 

_ 

Bay Railway Bridge. 
At Briton Ferry Dock 








entrance. shown 









when 'gate is open 
and passage clear for 









uutering; owned and 
worked by the Great 









Western Railway 
Company. 



— 

— 

- 

— 

— 

— 

Shown only from 









half flood to half 
ebb. Green when 
gates are open, Red 





- 

— 


- 

when closed. 

- 

_ 







General Light for tiie 









Bristol Channel, not 
tidal. 

- 

- 

- 

- 

- 

— 

- 

- 


- 

- 

- 

- 

- 

— 

- 

- 


- 

- 

- 

- 

- 

— 

- 

- 


- 

- 

- 

- 

- 

— 

- 

- 


' 

- 

- 

- 

■ 

— 

- 

- 



a 0.51 
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REPOllTS OiN LOCAL LIGHTHOUSES, &C. 


I. — Report of lospections of Local Lighthouses, &c., by the 


:SAMB AND POSITION 
OF LIGHT. 



Light. 

lilu- 

minant. 

Height 
of Light 
above 
High 
Water. 

Condition op ■ 

of 

nspection. 

Local Lighthouse 
Authority. 

• Character. 

System. 

Lantern, ' 
Apparatus, aiul : 
Estabilshmoiii ' 
Sjcnerally. ' 

SWAKSEA AND MUMBLES 

3911: 







. — eont 







Prince of Wales Dock 
Entrance. 

2 Aug, - 

Swansea Harbour 
Trustees. 

3 Green or Red 
in a triangle, 
Fixed. 

Lamps 

Electric 


Good 

King's Dock, on the 

2 

Do. 

Red or Green 

— 

— 

— 

Do. 

Western side of the sea- 








ward end of the Lock. 
BuRftY Poet: 







1 

1 

1 

i 

On West Pier • 

2 Aug. - 

Burrj Poi't and 
Gwendreath Valley 
Railway Company. 

White, Fixed 

Reflector, 
21 in. dia. 

Oil 

35 

Good 1 

On Barrel Post at end of 
Weir, West side of En- 

3 „ - 

Do. 

Red, Fixed 

Circular, with 
Dioptric Lens. 

Do. 

8 

1 








Do. 1 

End of Eastern Pier 

2 „ 

Do. 

Green fixed 

Do. 



Llanelly : 








Wbitford Lighthouse 

(iron lighthouse) on 
Whitford Scar. 

2 Aug. - 

Llanelly Harbour 
Trust. 

White, Fixed 

Catoptric 

Reflectors. 

Argand 

•I Wicks. 

Paraffin 

Oil. 

40 

Good 

Breakwater Lighthouse 
on South end of Break- 

3 „ ■ 

Do. 

Do. 

Do. 

2 Wicks. 

Do. 



water. 








North West Lightship - 

3 „ ■ 

Do. 

Do. 

A Gas-lighted 
Boat, painted 
Black. 

Gas 

- 

Do. 

South East Lightship 

2 „ - 

Do. 

Do, 

Oil-lighted 
Boat, painted 
Black. 

Oil 


i 

! 
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Corporation of Trinity llousie, in 


}’og Sig 

Hills. 

j Tide nr Docking Signalw. ! 

Biioys and Beacons. 

— 


Descripfion, 

Con- 

dition 

Desoription. 

Con- 

dition. 

No, 

Colour, Shape, ike. 

1 

Con- 

dition. 

Jlin 
1 best 
|Positior 

Remarks. 

1 — 

2 — 

_ 

~ 

- 

■ 

Red Top, Black Bottom, 
Conical Gaa Bell Buoyj 
Occulting White T.ight, i 
secs, light and two sees, 
'lark. 

Good 

Yes 

At the seaward ex- 
tremity of the En- 
trance Channel, 
cables from the end 








of West Pier Esten- 





1 

Red, Conical, Inner Gas Buov 

Do. 

Do. 

sion, S. 36 W. 










Sonlli Dock I 
Ited Ball. 
R&l Diamond, 

1 

- 

— 

- 

_ 




Green Lights. 
North Dock : 
Red Drum, 
Green Lights. 


- 

— 

_ 





Now Cut : 
Green and Red 









Lights, Bed 
Flag. 

^Good 








Prince of 
Wales Dock : 









Red Diamond, 
Green and Red 


- 

— 


- 


1 


Lights. 









King’s Dock ; 
Black Balls, 
Red and Green 


- 

— 

— 

_ 




J/ighta. 







5' — 

- 

__ 


- 





Lit at half floo<l and 









extinguished at half 
ebb to indicate en- 

1 — 

— 

- ■ 

- 

- 

■ 

_ 

- _ 

, trance to Harbour. 

; - 

— 


_ 











Red Cone Buoy 

Good 

Yes 

Off the Green Light 









at East side of En- 

Kell 

Good 

- 

- 

- 













flood to half ebb as 
per Tide Tables. 

Do. 

Do. 

Black Ball 
Red Light. 

Good 

- 

— 

_ 


As a Tidal Light, lit 








3 hoars before to 









2 hours after- Hi.rh 










- 

- 

- 

- 

- 










> 

Black, Cone, Gas Buov, 2 flashes 
every 10 secs. 

Good 

Yes 

With “Llanelly Fair- 
way” in white let- 





3 

Red Cone Buoys ... 

Do. 

Do. 1 

On Starboard hand 









coming in of Middle 
Channel, numbered 









in white figures!, 3, 





3 ■ 

Black Can Gas Buoys : 


1 

and 4. 

llorth Shore. Port 



■ 



1, OecnIHng (8 secs, light and 
8 secs. dark!. 

Do. 

Do. 

hand coming in • 
No. 1. 






2, Fixed White Light - • - 

Do. 





1 



Rod Inverted Cone Huoy - 

Do. 

Do. 1 

-Vith name “ Whit- 


■ 

' 






ford Scar ” in white 
letters on cud. 
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KEPORTS ON LOCAL LIGHTHOUSES, &C. 


I. — Report of Inspections of Local Lighthouses, &c., In- the 



Date 

Name of 

Light, 1 


Height 

Coiiditinn n! 

NiJIE AND POSITION 



lllu- 

of Lightl 
above 'i 

lAantom, 

of 

Local Lighthouse 



minant. 

ppar.'itiis, and 

OF LIGHT. 

1 

napeetion. 

Authority. 

Character. 

System. 

High 
Wnter, , 

establishment 

generally, 

LLAHELtY— 

1911 : 





Fei't. 


Saukdersfoot : 







Fair 

On South Pier Head 

31 July ■ 

Bonvilles Court 

Red to Seaward, 

40-c.p. Lamp 

Paraffin 

20 


Coal Co. 

White inside, 








Fixed. 





Tesbt ; 







G«.l 

On Pier Head • 

31 July - 

Tenby Corporation 

Reel to Sea, 
White over 

Nil 

Two-jet 

Gas. 

20 




Harbour, Fixed. 




Do. 

One Light 100 feet within 

31 „ - 

Do. 

Green and White, 

Do. 

Do. 

ir, 

extremity of Pier. 

On S.E. comer of Landing 

31 .. - 

Do. 

Fixed. 
Red, Fixed 

Lenses 

Argand 

Gas. 

30 and 
21 

Do. 

Stageot'NewPier. Tt\-o 
L ights, Vertical, 6 feet 
apart. 

On N.W. cornel' of Land- 

31 „ - 

Do. 

White, Fixed 

Do. 

Do. 



Do. 

28 

ing Stage of New Pier. 








Hazelbeacf, Netiakd 








Fishguard and Stbdm- 
ble Head : 






17 and 
11 

Fair 

Do. 

Two' on Nejlaiid Pontoon 

29 July - 

Great Western 
Railway Co. 

Green, Fixed 

Plain Glass 

Gas 

Floating Light ofi the end 

29 „ • 

Do. 

White, Fixed 

Globe Lamp 

Oil 


of Public Landing Pier 
Neyland. 








At Fishguard ; 

On North Breakwater 

29 „ - 

Do. 

Red, Flashing 

Dioptric 

Gas 

1(> 

Good 

during construction 
On East Breakwater 

29 „ • 

Do. 

Two Red, Fixe( 

1 Do. 

Do. 

- 

Do. 

during construction. 



vertically 6 fee 

I 

1 




1 


apart. 

1 
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Corporation of Ti-inity House, in 1911 — continued. 


2 


8 


9 


j Fog Sigoak, 

jlide or Docking Kignals. 

Buoys and Beacons. 



Description. 

Con- 

Description, 

Con- 

No. 

Colour, Shape, i«. 

Con- 

If in 
best 

Remarks. 







Position. 






j 

Red Cone Buoy 

Good 

Yea 

Cage. Buoy at N.W. 






Red Inverted Cone Bnoy - 



end of Swash abreast 
of Burry I ort, Star- 
board hand. 





1 

Do, 

Do. 

On Starboard hand 






Black Can Gas Bnoy, Occulting 



abreast of Slag tip. 





1 

Do. 

Do. 

No. 10 Port hand 






White Light, 8 secs, light ami 
(1 secs. dark. 



coming in. 





1 

lied Inverted Cone Buoy - 

Do. 

Do. 

No. 11, Starboard 









band, coming in on 
North Shore, South 









Channel. 





2 

Black Barrel Buoys - - . 

Do. ■ 

Do. 

Do. do. 

Temporary Buoys for 






Black Bnot's .... 



m.-u-king points be- 
tween No. 11 Buoy 





2 

Do. 

Do. 

and Harbour Light- 
house, viz,, I to clear 







White Bnoy .... 



North End of North 





1 

Do, 

Do. 

Training Wall. 2 to 
mark Dredgers’ 









j 

Dumping Ground at 
end of -South Wall. 





1 

I’erch Beacon, Oil Larai), Fixed 

Do. 

Do. - 

At end of North 






Eetl Liglit. 



Training Wall. 





1 

Perch Beacon, Oil Lamp. Fixed 

Do. 

Du. 

(n line with Break- 






White Light. 

Perch Beacon, Oil Lamp. Fixed 



water under Light- 
house. 





1 

Do. 

Do. 

At the South side of 






Green Liglit, 



Great Western 

Channel Entrance. 





1 

Perch Beacon, Oil Lamp, Fixetl 

Do. 

Do. 

On the Dolphin be- 






Red Light. 

, Do. do, 



tween the Great 
Westei-n and the 
Copper Works’ 

Docks Channels. 






Do. 

Do, 

On the West Flats 









Inner Harbour. 

_ 

- 


_ 

. 




Shown on tide turn 





1 

Black Iron Cylindrical Warping 

Fair 

Yes 

wlien there is 8 feet 






Buoy. 



of water at Pier 





1 

Black Iron Cylindrical Mooring 

Do. 

Do. 

Head. 






Buoy. 




_ 


_ 






Tidal Light sho^va 

- 

- 

- 

- 

- 

— 

_ 


Green when there is 
a depth of 8 feet or 









more in Harbour ; 









Wliite at other 

- 

~ 

- 

- 

- 

— 



times : Green sliding 
shade worked auto- 









matically by a Tidal 





1 

“ Willhouse ” Beacon, Black 
Truncated Cone. 

Requires 

repair. 

Yes. 

Float. 

On Eastern edge of 
Rock between Gos- 






Mooring Buoys 



ker Rock and Pier 
Head. 





H 

Good 

Do. 

Inside the Harbour. 






Warping Buoy 

Do. 

Do. 

Outside the Pier Head, 

- 


- 

_ 

_ 





These Lights are 30 









feet apart, and when 









in line lead over the 









extreme point of 
Neyland Suit 

Bell and 
Manual Horn. 

Good 

— 

- 

- 

— 

- 

- 
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1. — RliroRT of Inspections of Local Lighthouses, &c., by t]|f, 


JJAME AND POSITION 
OF LIGHT. 

Date 

»t 

Inspection, 

Name of ' 
Local Lighthouse 
Authority. 

Lig 

Character. 

System'. 

Tllu 

..miuaut. 

Height 
of Light 
above 
High 
Watir. 

Condition of 
Lantern 

Apparatus, and 
EBtabljghid6nt 
generally. 

Hazelbeach. Netland, 

PiSHGUAKD, AND STRDM- 
Bi,K Head— 

1911 ; 





Feel.' 


At Fishguard — emit. 

Two on Posts on Cliff 
behind Quay Wall. 

29 July • 

Great Western 
Railway Co. 

Green. Fixed 

Lenses 

Oil 

23.1^ 

■ Good 

'iVo on Structure on 
Cliff behind Quay 
Wall. 

29 

Do. 

Bed Fixed 

Do. 

Do. 

336 and 
22B 

Do. 

Two on I'arc-y-Morfa, 
only lit when Cunard 
Steamers are due. 


Do. 

White, Fixed 

Masthead 

Do. 

106 and 
177 

Do, 

Newton Noyes and Mil- 
ford : 








On East Pier of Milford 
Dock. 

29 July - 

Milford Haven 
Dock and Railway 
Company. 






Milford Docks ; 








Western side of Dock 
Head. 

180 feet £. i N. of Pier 
Head Flagstaff. 

29 „ - 

Milford Docks 
Company. 

Red, Fixed 
Do. 

Plain Jet 
Do. 

Acetylene 

Gas. 

Do, 

28 

20 

Good 

Do. 

About N. i E. from above 
light distance 400 yards. 



Do. 

Do. 

Do. 

70 

Do. 
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Corporation of Trinity House, in \^\l~continued. 


I’og SigDiuls, j Tide or Docking Signals. 


Description. Desorijitioi], 


lUiciys and Beacons. 


Coloar, Shape, &c. 


I Gas Ligbtcti, White, Bell Buoy 
I occulting once every 10 sees. 

: Gas Lightal, Submarine Bell 
Buoy. White, occultiisg once 
' every 10 sees. Spheidcal. 

I Black ami White, Horizontal 

Bands. 

; Black Barrel Mooring Buoys - 


I Beacons. White, two sviili ilia- 
1 mond Heails, two witli Tri- 
' angle Heads.’ 
i Beacons, White, with Diamond 
; Heads. 

' White Diamoud-sbaped Head • 


Coil I t‘ 'I' 
dilioii. j „ ^^5*’ I 
Position. I 


Uemauks. 


— I To luiirk tne Northom 
; limit of anchorage in 

■ i'ishguard Bay at 

■ night.- 

— 1 To mark sale navi- 

gable line outside 
Bi-eakwatur end in 
event of Buoy being 
oui^ of position. 

Yes. , To mark end of Pish- 

■ guaid Breakwater 
, Extension, 

Do. ; Three Miles N, of 
Lighthouse on Fish- 
guaixl Breakwater, . 
: uamed ‘ Slmmble.’’ 

Do. Three ofi Breakwater. 
South, and two off 
, Quay. East. 

Do. On Cliff behind Quav 
I Wail. 

Do. ! On Clift at Saddle 
; Point. 

Du. On Foot Bridge in line 
with White Mark on 
Boat Quay, Dia- 
‘ mond in line with 
' Broatl White Mark 
on end of Boat Quay 
• marks the Western 
! limit of anchorage. 


— : 2 Green Ligbt-s Good 

Gas, 2 Jets and I 1 

Blue F'lag. 1 ; 


i Shown when Dock 
I gates are open. 

; Off Newton , Noyes 
1 Pier, three on E. 
‘ side, two on W. side. 


1 I Gridiron Mooring Buoy 


- Good i 3 Green | Good 
j Lights Blue ^ 

I Flag. 


I Leading 
I througli i 

• Leading 
t through £ 

I ChannsI, 

: When gates a: 


D 4 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


II.— REPORT of Inspection of Local Lighthouses, &c., by the Comsiissioners of Moutherx 


NAME AND POSITION 
OF LIGHT. 



Light. j 

lllu- 

niinant. 

Heisbl j 
of Light 

High 

Water. 

Coiuiition of 

of 

Inspeerion. 

Local Lighthouse 
Authority. 

Character. 

System. 

Apparatus, an, 1 
Establishraeui 

generally. 

Blackkess : 

um : 





Feet. 


On ScalJoway Pier • 
Whalsey Island ; 

8 July - 

Hay and Company, 
Lerwick. 

Red, Fixed 


Oil 

13 

Lantern 
bioken and 
lam)) dirty. 

South end. point of 
Harms, 

Lerwick : 

11 July • 

Mr. Shearer 

White, Fixed 

Dioptric 

Oil 

38 

Very good 

On end of Pier 

8 July - 

Lerwick Harbour 
Trust. 

Red, Fixed 

Dioptric 

Oil 

Hi 

Fairly good 

On North Ness 

8 „ - 

Do. 

Red. Fixed, with 
White and tlreeii 
Sectors. 

Do. 




Twageos Point 
Brownies Taing : 

8 „ - 

Do. 

White. Flashing 

Do, 

Gas 


Gooil 

Si feet from Hcail of 
Pier. 

PiBHOWALL ; 

8 J uiy • 

Brownies Taing 
Harbour Tnistces. 

Red. Fixed 

Dioptric 

Oil 

13 

Liiiilcvu 
broken. 
Inside kinp 
requires 
renewing. 

In Stouoliousc window, 
on Gill Point Pier. 

Whitehall Bay. Papa 
Sound : 

15 July • 

Harboiu' Authority 

White, Fixed 

Catoptric 

Oil 

12 

Good 

On Beach 

b July • 

Orkney Harbour 
Commissioners. 

Bed, Fixed 

Keflcclor 

Oil 

LS 

Very good 

In Field at Whitehall 

fi ■ 

Do. 

Do. 

Do. 


85 


On Pier - • - - ‘ 

Kirkwall : 

“ ” ■ 

Do. 

Do. 





On Head of Pier - - ' 

Strojiness : 

5 July - 

Orkney Harbour 
Commissioners. 

White, Fixed 

Catoptric 

Incaudcs- 
ceirt Gas. 


Good 

On comer of shed at eini 
of Steamboat Pier. 

1 July - 

Stromuess Harboui' 
Commissioners. 

White, Fixed 


Incandes- 
cent Gas. 

' 12 

Lantern 
requires 
overhauling 
ami burner 
renewed. 

On eeiitre of Steamboat 
Pier. 

1 - 

Do. 

Do. 


Do. 

12 


Upper Light 

1 - 

Do. 

Bed, Fixed 

Dioptric 

Do 

9'J 

Gooii 

Lower Light 
SCAPA : 

1 - 

Do. 

Do. 


Do. 


On end of Pier 
St. Mart's ; 

5 .July - 

Orkney Harbour 
Commissioners. 

Red, Fixed 


Oil 

22 

Good 

On end ut Pier 
BURUAV ; 

4 J uly - 

Orkney County 
Council. 

Red Fixed 


Oil 

15 

Fairly good 

On end of Pier 
St. Margaret's Hope : 

8 July • 

Orkney County 
Council. 

White Fixed 


Oil 

17 

Good 

On enil ot Pier 
LONGHOPE : 

SJuly ■ 

St. Margaret’s 
Hope Pier 
Trustees. 

White. Fixed 

Dioptric and 
Reflector. 

Oil 

15 

Good 

On end of South Ness 
Pier. 

Freswick :i 

.4 July - 

Orkney Harbour 
Commissioners, 

White, Fixed 

Dioptric and 
Beflcctor. 

Oil 

17 


On Pier - . . . 

28 Aug. - 

Local Harbour 
Authority. 

White, Fixed 


Oil 

12 
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Lighthouses in 1911, pursuant to the 652ud Section of the Meechant Shipping Act, 1894. 



1 Fog Signals, 

[Tide or Docking Signals 

’• j Buoys and Beacons. 



Description. 

Con- 

dition. 

Description. 

Con- 

dition. 

No. 

1 Colour, Shape, &c. 

dition. 

It in 
Positini 

Eemiuks. 

1 

_ 

- 

_ 

_ 

. 




Recoraincnded that 










this Light he altered 
todiopiiic and raised 

2 

- 

- 

- 

- 

- 

— 

- 

- 

clear of windows. 

3 

4 

- 

- 

- 

- 

- 

— 

- 

- 


6 

- 

- 

- 

_ 

_ 




Recommended a new 










Red Light to be 
erected at the end 
of the Pier and that 
the exist ing Light be 

7 

-- 


- 

- 

- 

— 

- 


discontinued. 

9 

- 

- 

- 


- 

— _ 




10 

- 

- 


- 

- 

— 

- 

- 


12 




















13 

U 



■ 

“ 

- 

— 

- 

- 


ir, 



- 

- 

- 



- 


1(5 

- 

~ 

- 


- 




Now altered to 










dioptric as recoin- 
mendeil. 

17 

- 

- 

- 

- 

- 

— 

- 



18 

- 

- 

- 


- 

— 

_ 

_ 


19. 










20 










21 















" 

— 

— 

— 

Pishittg light, occa- 










sional. 
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fefiPOirl'S 0^^ LOCAL t.tGIlTHOtJSfiS, &0. 


II. — Uei’OKT of Inspection of Local Lig'ithonscs, fo;., by the 


N4ME .4ND POSITION 



l.ight 



Height 

Condition oC 






1-Iigh 

Water. 


OF LIGHT. 

”*■ 

ispeclion.l 

Local Liglitlimisc i 
Autliority'. | 

Character. 1 

System. i 

minant. 

ppaiiuns, and 
'litablishmeiit 
gfiuerally. 


1911 ; 





Ferf. 1 


AOCKINGILL : 







On ciifi - ' - 

28 .\iig. ■ 

I.ocal Harbour 

2 White, Fixed 

— 

Oil 

07 and 

Good 


Authority. 




o.-t 1 


KE19S : 








On end of West Pier 

28 Aug. - 

Local Harbour 

White, Fixed 

— 

Oil 

IR 1 

Good 


Authority. 




i 


Wick : 









28 Aug. - 

Vick and Pultenev 

Red. Fixed 

Dioptric 

Oil 1 

37 j 

Dirtv 

Pier. 

Harbour Trustees. 






Pilot? Look-out House at 

28 - 

Do. 

Green. Fixed 


Do. 

150 

Goo d 

South Head. 








380 feet from end of 

28 - 

Do. 

Do. 

— 

Do. 

43 1 

Dirtv 

Nortli Pier. 








Ltbsi'ER : 









28 Aug. - 

The Duke of 

Red, Fixed 

Dioptric 

Oil i 

35 

Good 


Portland. 






Dtjnbeath : 








On head of Pier 

28 Aug. ■ 

Tlse Duke of 

Red. Fixed, and 

Jiioptric 

Oil 

20 

Onmt 



Portland. 

Green Sectors. 





Helmsdale ; 








On Inner Quay 

28 Aug. - 

Local Harbour 

2 Red. Fixed. 

Dioptric 

Oil 

15 

Good 


Authority. . 






Peterhead : 








Near outer end of New 

28 Aug. - 

Admiraltv. 

White. Group 

Dioptric 

Oil 

34 

Good 

Breakwater. 

28 „ - 

Peterhead Harbour 

Flashing. 
White. Fixed, 
with Red Sector. 

Do. 

Do. 

24 

Ho, 



'I'rustces. 





Eastern arm of West 

28 ., - 

Do. 

2 Green. Fixed. 

Do. 

Do, 

15 anil 

Ho. 








Ho. 


28 „ - 

Do. 

Red. Fixed 

t’atadioptiic 

Do. 


North Harhour, Port 

28 ., - 

Do. 

Do. 

Do. 




Henry Pierhead. 








GRANGE-MODTH : 








On Eastern Jetty - 

7 Dec. - 

Caledonian 

White with Red 

Dioptric 

Oil 

HO 

Good, but not 


Railway Company. 

Sector, Group 







FJasliing. 



. 34 and 


On Woslevn Jetty - 

7 » - 

Do. 

2 Red, Fixed, 

Do. 

Do. 

Good 

End of South Embank- l 


Do. 

White, Fixed 

Do. 


30 

Might lie 





ment at Carron Pier < 
Entrance. 1 

7 „ • 

Do. 

Green, Fixed. 

Do. 

Do. 

j 25 

(luoil 

North side of Entrance 

7 • 

Do. 

White. Fixed 

— 

— 

i 20 

Ho. 

to Carron River. 






! 


BoKESS : 







Very G'>nd 

Head of West Pier • 

7 Dec. • 

North British 
Railway Company 

Green, P'ixed 

Dioptric 

Electric 

Do. 

17 

17 

Ho. 

Head of East Pier - 

7 ,, • 

Do. 



BridgeneSS : 







Good 

20 feet from end o 

7 Dec. 

H. M. Cadell. Esq 

Red. Fixed 

— 

Incandes 

15 

Western Pier. 





cent Gas 



Western corner of Wbar 

7 

Do. 

Do. 




i)o. 

Inner end of Western 


Do. 

White. Fixed 


Do. 


Pier. 

7 „ 

Do. 

2 Green, Fixed 


Do. 

18 and 

Ho. 
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Co.iiiiniisionefs of Northern Lighthouses, in 19U — continued. 


Tirlc or Docking Signals, | 


Buoys am! Beacons, 
Colour, Sliapc, S:c. 


fog Bell Goo<l 


I Shown at tide time 
when boats are 
expected. 

1 The bell buoy is 
■ moored off the 
oxlrome point of 
Proudfoot Rock at 
ti'e entrance to the 
I 

! Used only when 
dangovons to enter 
. the bay. 

I The Gveen Light in 
line wilh the Red 
fnglit clears wreck of 
tuiiied lireakwator 
on South shoro. 


A Green Light is 
[ slioxvn when dan- 
gerous to enter the 
harbour. 


I The Green Light in- 
ilicates that vessels 
may come alongside. 


n Light below 
While Light in 
sumo tower. 


I Ivwl Light when no 
entry. White when 
Gates are open and 
vessels may enter 


Printed image digitised by the University of Southampton Library Digitisation Unit 



KEPOETS ON LOCAL LIGHTHOUSES, &C. 


II. — Report of Inspection of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 


i -. , ijlgnc. 

Date Name of 

of Local Liglitliouse 

Inspection Authority. Character. System. 


j Height I Condition of 
of Light; Lantern, 

I above ! Apparatus, and 
; High I Establishment 
I Water. I generally. 


U Verywellkept; 
but burner out 
of focus. 


West extremity of Staging 4 Dec. - 

East extremity of Staging 4 ,, - 

Outer end of Temporary 4 .. - 


White, Fixed 
Red, Fixed 
White, Fixed 
Red, Fixed 
White, Fixed 


St. Margaket’s Bay : 

End of Tilbury Com- 4 Dec. • Tilbury Dredging Red, Fixerl 
pauy-3 Pier. Company. 


White pane of 
I Inutern broken. 


South Queensferby : 


Hawse Pier, on Head 


4 Dec. - North British White, Fixed Dioptric Oil 

Railway Company. 


13 Burner out of 9 

work requites 
painting, 

12 Notveryclean, ]0 


Forth Bridge ; 

South Navigable Channel 4 Dec. • 


Forth Bridge 4 White, FLxed Reflector Oil 

Railway Company. 


North Navigable Channel I 4 ,, 


156 I Do. 12 


On North-west extreme of I 4 Dec. 
Island. 


North British White, Flashing Dioptric Acetylene 
Railway Company. 


30 Well kept, 13 
but burner out 
of focus. 


Grastox : 

100 feet from head of Pier 7 Deo. • 

Head of East breakwater 7 „ • 

Head of West breakwater 7 „ • 


The Duke of Red, Fixed Cataclioptric Gas 

Buccleugh. 

Do. Green, Fixed Glazed lantern Oil 

Do. Red, Fixed Dioptric Gas 


50 Very Good [ 14 


18 Do. 15 • 

17 Do. 16 


Outer end of East Pier 


Leith Dock White, Fixed Dioptric Electric 
Commission. 


54 1 Very Good 17 


End of East Pier - - I 21 Aug. • 


Leith Dock Green, Fixed Dioptric Gas 

Commission. 


Do. While, Flashing j Do. 


New Dock, South side g£ 21 „ ? Do. 

entrance, 


Red, Fixed Catoptric Do- 


j7 One lantern 18 

pane to be re- 
newed, and 
ironwork 
painted. 

,,g Lens not veiy 19 

" clean and re- 

quires over- 
hauling. Alj 

ironwork needs 

painting. 

Good 20 


fISHEF.ROW: j 

ail feel {rgn? head of East, 5 Dec. r Burgh of Mussel- Red, Fixed -Reflector Gas 

Pier burgh, 

MOBBISOB’S Havex : 

End of Bouth Pier ■ . 5 Deo ■ ! Summcrles Iron White and Red — Gil 

I - Company. Syctqvs, Fixer), 


,a New Red glass 21 

‘ required and 

reflector needs 
TOsilvering. 

Ifi New Rod glass 22 

rcqalvefh 
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Commissioners of Northern Lighthouses, in 1911 — continued. 



• Fog Signals. 

Tide or Docking Signals. 

I • Buoys and Beacons. 

■ 


Description. 

Con- 
dition. 1 

Description. 

Con- 

dition 

No 

Colour, Siiape, &c. 

Con- 

dition. 

If in 
best 

Position, 

Remarks. 

1 

3 

- 

- 

- 

- 

- 

— 

- 

- 

Oil Lamp used as a 










stand-by. 










Do. 




















Do. 










Do. 

s 


„ 


- 

- 





Do. 

9 









Recommended a re- 










fleeter. 

10 









Circular wicks re- 
commended to avoid 
smoking of Lamp 
due to fluctuation 
by vibration. 

11 

12 


_ 

_ 

_ 

_ 





18 

14 

Fog bell 

1 

Good 

Green and Red 

Good 




~ 


16 

16 

Do. 

iDo. 

- 

- 

: 

— 

z 



17 

- 

- 

- 

- 

- 

— 

- 

- 


18 

~ 

- 

- 

- 

- 

— 

- 

- 


19 

Hand Fog bell 
Reed Foghorn 

Good 1 
Do. 

Red, White 
and Green. 

Good 


— 

- 

- 

Recommended im- 
proved ventilation 










of lantern. 

20 

- 

- 

- 

- 

- 

— - 


- 


21 

- 

- 

- 

- 

- 

— 

- 

- 


22 

- 

- 


- 

- 

— 


- 



E 3 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


II. — Repori' of Ivispection of Local Lighthouses. &c., by the 


NAME AND POSITION 
OP LIGHT. 

Date 

Name of 

Light. 

Hill- 

Height 
of Light 

Condition of 


of 

Inspection. 

Local Lighthouse 
Authority. 

Character. | 

1 System. 

minaiit. 

above 

High 

Water. 

Apparatus, ami 
Establishment 
generally. 


COCKESZIE : 

Ii)ll ; 


1 



Feet. 



Head oi East l‘i<!V - 

0 Dee. - 

Cameron Corbett, 

Green, Pi.xecl | 

~ 

fiiCaiides- 

22 




Esq. 

1 


cent Gas, 




Port setok : 



1 







27 Sept. 

Poi'tSetou Harbour 

Red. Fixed ' 

— 

IiBcaisdes- 

25 

Good 




Comraissioners. 



cent Gas. 




NoEtii Berwick : 









Head of North Pici' 

5 Sopt. 

Town Council of 

Reil, Fixed and 



Ineamlcs- 

21 

Good 


North Berwick. 

White Sectors. 


cent Gas. 




DCNBAR ; 









Hcail of Batteiy Pier 

ti Dec. - 

Town Council of 

Red, Fixed 

Uefleeior 

Oil 

30 

Good 



Dunbar. 







Victoria Harbour Middle 

b „ • 

Do. 

Do. 

Do. 

Gils 

18 

Lantern diriv, 


Quay. 







buriier out ot 










j. 

Od Bayswell Hill - • j 

ti - 

Do. 

Green, Fixed 

' ~ 

Do. 

50 

D.X 


COLDINUHAM (ST. ABBS) ; 









Head of inside jetty 

i> Dec. - 

Burn Murdoch 

Bed, Fixed to 

— 

Oil 

12 

tSoofl 



Trust. 

North ; W bite, 
Fixed to Bast- 










ward ami 07cr 









harbour. 






South-west corner of old 

a „ - 

Do, 

White. Fixal 

— 

Oil 

27 

Good 


liaa'hour. 









Eyemouth ; 









Corner of a house - 


Eyeniriutli Harbour 

Red. Fixed 

Ilelleclor 

Gas 

22 

l-aufcrn dirtv, 

lU 


Trustees. 





reflector re- 
quires resilver. 










ing, one lantern 
pane broken. 


On West Pier head • 

fi Dec. - 

Do. 

Wliite. Fixe.1 

Do, 

Du. 

15 

Lantern and 
reflector dirty. 

)l 

Thurso : 










25 Au". - 

Thurso Harbour 

Reil. Fixed 

— 

Oil 

1.5 

Good 

12 



T.mt. 







SCRABSTEK : 



, 







25 Aug. - 

Sembster Harbour 

While, Fixed 

Cai.optrio 

Oil 

10 

Good 

13 









Head of West Pier - 

25 „ - 

Do. 

Red, Fixed \ 

Do. 

Do. 

1(1 


14 

East Loch Takbbrt ; 










22 Aug. - 

Local Harbour 

Red and While 

— 

Oil 

15 

Good 

13 


.Authority, 

Sectors, Fixed, 






Fort William : 









On Pier - ■ - - 


Local Harbour 

2 White. Fixed , 

— 

Oil 

15 

Good 

16 


Authority. 







CORPACH : 







Good 

17 

Entrance tq Cjinal Lock'- 

1.5 Aug. - 

Caledonian fiaiial 

RefI atifl White ; 

Dioptric 

Oil 

21 


Commissioners. 

Sectors, Fixed. 






Kehtallen ; 









On Pier ... - 

15 Aug. - 

Callander atuT” 

2 Red, Fixeii i 

— 

Oil 

23 and 

Good 


Oban Railway 





Do. 




Company. 







Peel : 







Biinier out 
focus, other- 
wise well kept. 

Ul 

End of Breakwatw 

25 Aug. • 

i.slcof MaiiHarboui 
Cotnmis'ioners. 

While, Fixed 


Oil 

37 

End of Pier. East side of 

25 „ 

Do, 

Red, Fixed 1 

Catoptric 

Do. 

27 

Very gooil 


harbour entraiiee. 

1 

■ 

1 


■ ; 



' 
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Commissioners of Northern Lighthouses, in 1911 —amtiniu’d. 



I Fog Signals. 

jTide or Docking Signals, 

j' 

Buoys and Beacoiii 

— 


Remarks. 

Description. 

Con- 

dition. 

j l.lescription. 

Con- 

dition. 

jNn.. 


Con- 
• (litionv 

I£ in 
Position. 

] 

3 

- 

- 

- 

- 

1 

Pillar Beacon - . . . 

Good 

Yes 


i 

_ 

- 

— 

— 

: 

— 

- 

- 

Recornsnended cou- 










version to inoandes- 




















Do. 










Do. 

9 

- 

- 

- 

- 

- 

— 




















— 

— 

— 

Recommended con- 










version, to ineandes- 










cent. 




















Do. 

J2 

- 

- 

- 

- 


— 

- 

- 

- - 

13 




















14 







— 

_ 


15 


















" 


17 

- 

- 

- 

-- 

■ 

Black Can Buoy 

Good 

Tes 


18 

- 

- 

- 

- 

- 

■ 

- 

_ 


13 















■ 

— 

— 

— 


20 

















~ 1 




E 4 
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REPORTS ON LOCAL LIGHTHOUSES, &C. 


II. — Report of Inspection of Local Lighthouses, &c., by the 


NAME AND POSITION 
OF LIGHT. 

Date 

Name of 

Light. 1 

Hiu- 

Height 
of Light 

Condition nf 

of 1 

Inspection.; 

Loc.al Lighthouse i 
Authority. 

Character. 

System. 

minant. 

above 

High 

Water. 

Apparatus, and 
Establishment 
generally. 

PoBT Erin : 

1911 : 





Feet. 


Lower light oii Eastern 

30 Aug. - 

Isle of Man Harbour 
Commissioners. 

Red, Fixed 

Dioptric 

Oil 

33 

Good 

Upper light. Lamp-posr. 
in wall at shore. 

.30 ,, - 

Do. 

Do. 

Dioptric 

Gas 

62 

Lantern 
requites over- 
hauling. 

Port St. Mary : 








Head of Inner Pier - 

30 Aug. - 

Isle of Man Harbour 
Commissioners. 

Bed. Fixed 

Catoptric 

Oil 

25 

Fair, but 
reflector might 
be kept cleaner. 

End of Alfred Pier - 

30 „ - 

Do. 

Do. 

Dioptric 


26 

Fair. Might 
be kept 
cleaner, 
burner out of 
focus. 

Castletown : 








On Head of Pier _ - 

30 Aug. - 

Isle of Man Harbour 
Commissioners. 

Red, Fixed 

Catoptric 

Oil 

22 

Very Good 

Dbhbyhavbn : 








South West End of Break- 
water. 

30 Aug. - 

Isle of Man Harbour 
Commissioners. 

White, Fixed i 

Dioptric 

Oil 

14 

Well kept, but 
Burner was out 
of focus. 

Douglas : 








End of Breakwater or 

2i) Aug. - 

Isle of Man Harbour 
Commissioners. 

Red, Fixed 

Dioptric 

Oil 

40 

V(»y Good 


25 ,. - 

Do. 

Green, Fixed 

Catadioptric 

Gas 

25 

Do. 

End of Red or Inner Pier 

25 „ - 

Do. 

White, Fixed 

Dioptric 


38 

Do, 

LaXEY ; 








On He.ad of Pier 

29 Aug. - 

Isle of Man Harbour 
Commissioners. 

White, Fixed 

Dioptric 

Oil 

22 

Very Good 

Ramsey ; 








End of South Pier - 

1 Sept.- 

Isle of Man Harbour 
Commissioners. 

Red, Fixed 

Catadioptric 

Oil 

28 

Very Good j 


1 .• - 

Do. 

Green, Fixed 

Dioptric 

Do. 

34 

Good 1 

Queen’s Pier, on Head 

1 „ - 

Do. 

2 Red, Fixed, 
Vertical. 

Do. 

Do. 

35 and 


Do. do. 

1 » - 

Do. 

Do. 

Do. 

, Do. 

35 and 

Do, j 
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Commissioners of Northern Lighthouses, in 1911 — coatinued. 



1 Fog Signals. 

1 Tide or Docking Signals 

■1 

Buoys and Beacons. 

— 



Description. 

Oon- 

clitioii. 

j Description. 

Con- 

dition. 

j No. 

Colour, Shape, Ac. 

Con- 

dition. 

If in 
best 

Position 

Remarks. 

I 

_ 

__ 

I 






Recommended a re- 

3 

- 


i — 

_ 

- 

— 

__ 


fleeter. 

Recommended that 










the reflector be re- 

8 









instated. 

4 

_ 

— 

__ 

__ 















fleotor. 

6 









Recommended a re* 

7 









fleotor. 

8 

9 

10 

: 


— 

— 


— 

- 



11 

_ 









12 

13 

- 

- 

- 

- 

- 



_ 



14 


- 

- 

- 


— 

- 

- 
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REPOKTS ON LOCAL LIGHTHOUSES, &C. 


III.— REPORT of Inspections of Local Lights, &c. by the Commissioners 
of Irish Lights in 1911. 


No. 422. Irish Lights Office, 

Carlisle Building, Dublin, 

Sir, 1st January 1912. 

I AM directed by the Commissioners of Irish Lights to forward herewith, 
for the information of the Board of Trade, copies of reports of their inspections 
of local lights, buoys, and beacons under their jurisdiction during the year 1911, 
as shown in the accompanying list. 

I am, Sir, 

The Assistant Secretary, Your obedient servant, 

Harbour Department, Board of Trade. (Signed) H. Q, Cook\ 

Secretary. 


Commissioners of Irish Lights. 

Lists of Inspections of local lights, buoys, and beacons, during the year 
ending 31/12/11. 

Tralee and Fenit. Downing Pier. 

Kilmakilloge and Ardgroom Harbour. Limerick. 

Carlingford Lough. W aterf ord . 

Londonderry. Wicklow. 

Killybegs. Bray. 


26th April 1911. 

Tralee . — Accompanied by the Harbour Master we inspected the lights and 
sea marks under the control of the Tralee Harbour Board. 

Fenit Pier . — The Acetylene light on the end of Fenit Pier was in good 
order. 

The perch on the “Wheel ” Rock is flattened down and should be replaced. 

The buoys marking the channel across the flats to the entrance of the 
canal do not conform in shape or colour to the universal system of 
buoyage. 

The small lights at the entrance to the canal and at the lock were in fair 
order. 

Note . — The traffic through the canal is small and practically confined to local 
barges, and the buoys efficiently mark the channel for these. 
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Kilmakilloge Harbour — The perches in Loughauncreen boat harbour were in 
good order. 

The perches on the Kush Keal and Battle Point marking the entrance to 
Se^Kush ^ temporary buoy has been placed oft' 

Another temporary buoy has been placed near the Book Eock. 

Ardgroom Harbour.— The beacons and perches were in good order. 

(Signed) R. H. Scoveil. 

T. C. Burnside. 


Carlmgford T/0Mg7/.— Inspected the 
Carlingford Lough Commissioners, 


31st May 1911. 

buoys under the jurisdiction of the 
and found them in good order. 

(Signed) A. G. Riatl. 


Berry Harbour. — Inspected 
Harbour Commissioners 


2nd June 1911 

the river marks under the jurisdiction of the Derry 
and found them in good order. 

(Signed) A. G. RiaH 


5th June 1911. 

KiUtjbegs Inspected the lights on Killybegs Pier and the Post Office 

under the jurisdiction of the Congested District Board and found them iii 
good order. 

(Signed) A. G. Biall. 


3rd June 1911. 

Downing Pier.— Iw-peetei the light on Downing Pier under the Congested 
Districts Board and found it in good order. 


(Signed) A. G. liiatl. 


9th June 1911. 

Lmierick //arSoMj-.— Accompanied by the Secretary and Engineer of the Limerick 
Harbour Board we inspected the river marks under the jurisdiction of that 
Board and found them in good order. 

(Signed) A. G. liiall. 


15th June 1911. 

Waterford Harbour. — Inspected the river marks under the jurisdiction of the 
Waterford Harbour Board and found them in good order. 

(Signed) A. G. Riall. 
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21st September 1911. 

Wicklou' Harbour. — We inspected the lights under the control of the Wicklow 
Harbour Commissioners, and found them in very good order. 

(Signed) R. H. ScovelL 
T. C. Burnside. 


2nd October 1911. 

Brajj Harbour. — Accompanied by the Harbour Master, we inspected the light 
on the end of the South Breakwater, and found it in good order. 

(Signed) R. H. Scoveil. 

T. C. Burnside. 
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